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Oswald fired 
at general, 
records say 

WASHINGTON (UPI) — FBI records 
released Wednesday include a detailed 
account from Marina Oswald of bow 
her "crazy" husband tried to shoot Maj 
Gen. Edwin Walker in Dallas almost 
eight months before he assassinated 
John F. Kennedy. 

The report showed Lee Harvey 
Oswald escaped from the Walker shoot- 
ing scene on foot and by bus — the 
same transportation methods he used 
after the Kennedy killing — after 
deciding his skill as a fast runner 
would let him outwit police searching 
for someone in a car. 

Agents reported Mrs. Oswald told 
them of the April 10, 1963, attempt to 
kill Walker when they questioned her 
about a farewell letter written in Rus- 
sian by her husband at the time of the 
Walker incident but still in the Oswald 
house when Kennedy was shot. 

She said Oswald left their Dallas 
home April 10. telling her he was going 
to a night school typing class but 
rushed home about midnight "and 
immediately turned on the radio and 
lay on the bed in a very agitated 
condition.” 

When Mrs. Oswald asked what was 
wrong, the report said, Oswald replied 
he had tried to kill Walker by shooting 
him with a rifle and did not know 
whether he bad succeeded. 

"She became angry at him for doing 
this," the report said. Oswald tried to 
justify his action, it said, by saying 
Walker was “the leader of the fascist*- 
here and it was best to remove him." 

Radio reports told Oswald he had 
missed hitting Walker, the report said. 

Mrs. Oswald told agents she did not 
see her husband take a rifle with him 
when he left the evening of April 10 
and he did not bring the weapon home. 
She said he told her he had hidden it in 
some bushes. 

"She asked him how he had gotten 
away from the Walker house, and he 
replied that he could run very fast, and 
that he had come home on the bus," the 
report said. "He said the police thought 
that the would-be assassin had an 
automobile." 

The report said Mrs. Oswald told 
agents she kept her husband s farewell 
letter to use against him if he ever had 
another "crazy scheme." The report 
said when she saw the report on televi- 
sion that Kennedy had been shot, she 
feared her "crazy" husband was the 
sniper. 


IRA threal reported 
on Dallas 'mayhem' 

WASHINGTON (UPI) — An anony- 
mous caller told the FBI 10 days after 
the assassination of President John F 
Kennedy the outlawed Irl6h Republi- 
can Army planned on sending "a 
company" to Dallas "to commit may- 
hem on that city " 

The FBI’s Los Angeles office sent un 
urgent Teletype message to Washing- 
ton headquarters saying a county 
detective captain had received a call 
from a man who said he had a brother 
in the IRA in Ireland. 


Frantic attempts of doctoi 
to save president describe 


WASHINGTON (UPI) — John Kenne- 
dy’s heart was beating, but doctors 
found no sign of pulse or blood pres- 
sure in his body when it arrived at 
Dallas’ Parkland Memorial Hospital on 
Nov. 22, 1963, FBI documents showed 
Wednesday. 

Two hours later, there was "electri- 
cal silence of the president’s heart." 

A medical summary prepared for 
the White House a day after the assassi- 
nation outlined the frantic efforts doc- 
tors had made in the interim. 

Kennedy was connected to a respira- 
tor and later an anesthesia machine. 
He underwent an emergency tracheot- 
omy, was given blood transfusions and 
was injected in the ankle with a solu- 
tion to correct dehydration. 

ACCORDING to a summary prepared 
by Dr. Kemp Clark, director of neuro- 
logical surgery, Kennedy arrived in 
the hospital emergency room at 12:43 
p.m. The first doctor to examine his 
head wounds was resident surgeon 
James Carrico, who "noted the presi- 
dent to have slow, agonal respiratory 
efforts." 

The report said Carrico "could hear 
a heartbeat but found no pulse or blood 
pressure to be present." 

It said. "Two external wounds, one 
in the lower third of the anterior neck, 
the other in the occipital region of the 


skull, were noted. Through 1 
wound, blood and brain wen 
ing.” . 

Clark said Kennedy was gr 
oxygen while doctors tried to 
his dehydrated state. 

HE SAID THREE surgeons, 
ert McLelland, Malcolm Pe 
Charles Baxter, began a trach* 
clear blood from the preside: 
wound. 

"Neurological examination 
the president's pupils to b 
dilated and fixed to light," C‘ 
"His eyes were divergent, be 
ated outward ... no deep 
reflexes or spontaneous m 
were found." 

The repiort said "profuse 
was occurring" from Kennei 
wound and "1500 cc (cubic c« 
of blood were estimated on tl 
and floor of the emergency 
room." 

At that point, Clark said, 
suffered a cardiac arrest an 
sonally began a closed ches’ 
that drew a pulse. 

As doctors began conr 
cardiotachioscope, Clark sal 
was electrical silence of the p 
heart." 

Clark pronounced Kennei 

3 p.m. 



